DART AEROSPACE LTD 


Description: Short Pin Bracket 


Inspection Dwg: D3330 Rev: D 


Work Order: 


eee ees 
Part Number: | D3330-13 | 
EE 
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FIRST ARTICLE INSPECTION CHECKLIST 


[x] First Article 


E Prototype 


Method of Comments 


Reject 


Inspection 


Drawing Actual 
Dimension Accept 

3.00 +/-0.030 
2.625 +/-0.010 
0.260 +/-0.010 

@0.594 +0.008/-0.001 
0.625 +/-0.010 
0.500 +/-0.010 
2.25 +/-0.030 

90.531 +0.008/-0.001 


0.950 


G0.348 +0.006/-0.001 
0.467 +/-0.010 


+/-0.010 


w ono o 
0.10 x 45° +/-0.030 
0.516 +0.005/-0.001 


Measured by: 


Date: 


Date 


| D_ |08.04.16 | 
09.05.07 


H:AFORMS\Quality Ass 


Dwg Rev updated 
Tolerances revised 


urance\approved QA\FAI revD 


Audited by: ae Prototype Approval: N/A 


Date: N/A 
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